LINDELL PLAZA HOTEL 
4300 Lindell Blvd. 

St. Louis, Mo. 

A Small, Comfortable Transient Hotel on St. 
Louis' Finest Residential Boulevard Near Cathe¬ 
dral, Barnes Hospital, Forest Park, St. Louis 
University. AIR CONDITIONED ROOMS. FREE 
PARKING. 
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